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Yes ... . Uncle Sam is our pick-up.mon no matter where 
bn you-are. It's as simple as mailing a letter . es 
yeu 

<f1. Put impressions, etc. and all instructions in one 


Le of the boxes we supply. 

2. Affix a NU-DENT “Business Reply” label—tst 
class or Air Mail (depending upon the distance). — | 
We supply the boxes and the labels, we pay 7 
postage when the package is delivered to us. 
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3. Drop package in any Package Box. : 
| 
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All cases are put to work at once and receive personal- ss Ve 3 
ized care and attention from our skilled technicians. 
NU-DENT PORCELAIN is specially formulated and Vacuum he 4 
Fired under a patented Vacuum-Firing Furnace Technique. As ~ ? 
a result, NU-DENT restorations are ae 
from pits, pores and air bubbles; the porcelain is stronger, ee. 
denser and harder . . . and is self-g aie er 
brilliant life-like quality of natural teeth ree 
Mail the coupon for detailed information. | 
nu- REG. U.S. AIN INC. 
220 West 42 W.Y. 36, © Phone-LA 4-3591, 2, 3, 4,5, 6 
615 Brighton Way, Beverly Hills, Cal, Phone—CRestview 5-8717 
Porcelain Bridges. (Send to NU-DENT Studio Neoresi You) 
ACRY-CAST —Porceiain- | 
| Please send information on practice-building NU-DENT 
SUPER-STRENGTH — Porce- | 
lain Jackets. Addr | 


City & Zone. Stote 


semi- the Chi 
Michigan Avenue, 2, subscription $2.50; single copies 15 cents; circulation 


class mail privileges authorized at Chicago, Illinois. — 


ty. Publishing; Editorial and advertising office, 30 North 


| 
4 
4 
\ 


THE S.S. WHITE DENTAL MANUFACTURING CO. 
55 E. Washington St., Chicago 2, Ill. Jefferson & Fulton Sts., Peoria 1, Ill. 


here’s what's 
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about S.S. WHITE 


NEW FILLING PORCELAIN 


Improved selection of colors 


The color variations found in human teeth are covered by New Filling 
Porcelain’s color range. In rare instances where stock colors do not 
meet the need, modifying colors can be admixed. 


Greater color stability 


Pigments used in New Filling Porcelain have been selected on the 
successful outcome of rigorous testing to prove their stability in use. 


Higher compressive strength 
32,000 p.s.i. in 24 hours and 37, 000 p.s.i. in 7 days! These figures show 


how New Filling Porcelain surpasses ADA specification requirements 
of 23,000 p.s.i. in 24 hours. e 


Controlled opacity 

With New Filling Porcelain you avoid the excessive grayness of low 
opacity or the chalky appearance resulting from high opacity. 

Easy to mix, match and insert. For superior silicate fillings—for 
restorations indistinguishable even in ultra-violet light—use S.S, White 
New Filling Porcelain. 
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ARTHUR J. SCHROEDER LABORATORIES 
are growing again. We have just added 500 square feet. 
, This is our second expansion in two years. 


_Announcing 


We have added six new gold 
benches and created a new Ce- 
ramic Studio. This is to continue 
our exclusive Personalized Resto- 
rations. lt means better service 


to you. 


The bridge work, 

tting inlays, acrylic veneer 
and Sifelibe fired 
Porcelain Jackets and Permadent 
crowns and bridges, has prompted 
us to expand our Laboratories in 


these departments. 


peo: ory a we can continue to serve you more efficiently in this 


SINCE 1919 
~=LABORATORIES 


PHONES: LOngbeach 1-9670- 1 -2 
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Because of its rapid spread and deep pene- 

> “tration, this efficacious solution allows you to. 
begin operating virtually immediately on diffi-. 

—eult or routine procedures with compiete 

» assurance your patient is beyond the thresh- 
id of Genta! pain. its moderate duration is 
ideal. Jong enough to allaw completion of 
the most difficult procedures. without reinjec- 
tion ... short enough to eliminate protracted 
postoperative numbness. Available in short 
(63 mm. length; 1.8 cc. min.) or standard G8 
mm. fength; 2.2 cc. min.) cartridges. Order 
from your dealer today. 


of propoxycaine HC/ Brand of procaine HCI 


won MEO-COBEFRIN 


Brand of levo-nordetrin 


COOK.WAITE LABORATOR! IN@y. 1450 BROADWAY, NEW YORK 18, 
*NEO-COBEFRIN, NOVOCAIN AND RAVOGREME ste (Reg Pat. Off.) of Sterting Drug tac 
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IN ILLINOIS TOO .. . authorities agree! 
' _ Leading metallurgists, America’s foremost dentists, dental 


schools and hospitals agree that Ticonium chrome- 
cobalt is unmatched in Exactness, Resiliency, Strength and 
Uniformity. Four reasons why more dentists internationally specify 


fine-grained Ticonium. 
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Research Progress Quality DIVISION OF METAL PRODUCTS core. 
ideal Dental Laboratories M. E. Naughton Dental Laboratory 


4805 Fullerton Avenue, Chicago 39, Illinois 
Phone: BErkshire 7-0868—7-0869 


Mutual Dental Company 
3154 West 63rd Street, Chicago 29, Illinois 
Phone: REpublic 7-7100 
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7854 South Eberhart Avenue, Chicago 19, Illinois 
Phone: STewart 3-2808-09-10 


Southwest Dental 
4204 Archer Avenue, Chicago 37, Illinois 
Phone: LAfayette 3-4994-5 
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Ohe Fortnightly 


REVIEW 


OF THE CHICAGO DENTAL SOCIETY 


The Calendar 


Policy Committee 
Orville Cc. Larsen, Assistant Editor 


News and Announcements 
Editorial 


Chicago Dental Society December Meeting 
Section Three of Prosthodontia Course 


Survey of Dental Clinics in Metropolitan 
Chicago 1956-1957 


News of the Branches 
Society Directory 


Ethics Committee 


ELMER EBERT EDITOR 


ORVILLE C. LARSEN ASSISTANT EDITOR 
KARL S. RICHARDSON BUSINESS MANAGER 


to do so. Anon communications w 
news items of to the of society are 


Forms close on the first and fifteenth of each month. The early submission 
of materials will insure more consideration for publication. 
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THE CALENDAR 


December 2: 


December 2: 


Donner 3: 


December 9: 


December 9: 


December 


December 16: 


December 18: 


February 8, 9, 


10, 11, 1959: 


KENWOOD-HYDE PARK BRANCH: Regular monthly meet- 
ing will be held at the Del Prado Hotel. Dr. Lester Boyd will 
speak on “Better Dentistry for More People.” 


SOUTH SUBURBAN BRANCH: Annual social evening is 
scheduled for Surma’s Restaurant, with cocktails at 6:30, dinner 
at 7:00, followed by the program. 


ALPHA OMEGA FRATERNITY: Annual Clinic Day, 9 a.m. 


_ to 4 p,m., at the Drake Hotel. Program will feature five outstand- 


ing essayists and sixteen table clinics. 


NORTH SUBURBAN BRANCH: Annual Clinic Day will take 
place at Fort Sheridan, starting at 2:00 p.m. Colonel Joseph 
Bernier will present “Pathology of the Pulp Including the Effect 
of High Speed Instrumentation.” 


SOUTH SUBURBAN BRANCH: All-day workshop will take 
place at the Cherry Hills Country Club. Dr. John A. Anderson, 
guest lecturer, will discuss the latest in dental thought on high 
speed and other procedures. 


ENGLEWOOD BRANCH: Annual Old Timer’s Night will be 
held at Nielsen’s Restaurant. The entertainment will feature 
Ralph Rudder and his “Dry Sockets.” 


WEST SUBURBAN BRANCH: Regular monthly meeting will 
take place at the Riverside Country Club. Please turn to page 10 
for further information. 


ILLINOIS DENTAL HYGIENISTS ASSOCIATION: Christ- 
mas party will be held at Younker’s Restaurant, 7:15 p.m. 


CHICAGO DENTAL SOCIETY: Section three of the post- 
graduate prosthodontia course will be offered. Turn to page 12 
for details. 


CHICAGO DENTAL ASSISTANTS ASSOCIATION: Annual 
Christmas party will take place at Younker’s Restaurant. See 
page 32 for further information. 


CHICAGO DENTAL SOCIETY: 94th Midwinter Meeting will 
take place at the Conrad Hilton Hotel. The Preliminary Program 
will be published in the January 2 issue. 
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wearing his new JECTRON denture with | 


HE HAS COMPLETE CONFIDENCE IN HIMSELF—AND IN YOU! 


Now Jectron dentures with new Tissu-Blend are more beautiful than 
ever. Tissu-Blend is Jectron’s name for color—not paint-on, surface 
color, but lifelike veins of natural beauty, pre-cured all through the 
- famous Jectron polystyrene denture resin bar. 


Jectron dentures with new Tissu-Blend give the patient the ultimate in 
fit, the ultimate in strength and stability, and the ultimate in lifelike beauty. 


Small wonder that—when you specify Jectron with Tissu-Blend—you 
specify complete patient confidence in himself—and in you! 


Now, without obligation, you can obtain on request the handy 
Jectron Shade Selector, containing samples of Regular Jectron, 
Jectron Tissu-Blend L (for patients with lighter complexions), 
and Jectron Tissu-Blend D (for patients with darker complex- 
ions). Ask your Jectron laboratory— 


— — LABORATORIES ORAL ART LABORATORY, INC. 

‘ast Washington Street ® Chicago 25 East Washington Street © Chicago 
Telephone FRanklin 2-0489 . Telephone DEarborn 2-4141 

IDEAL DENTAL LABORATORY A. J. SCHROEDER LABORATORIES 

4805 Fullerton Avenue ® Chicago 5834 Lincoln Avenue ® Chicago 
Telephone BErkshire 7-0868 Telephone LOngbeach 1-9670 

M. E. NAUGHTON DENTAL LABORATORY J. THOMPSON DENTAL CO. 

7854 South Eberhart Avenue ® Chicago 8416 South Ashland Avenue ® Chicago 
Telephone STewart 3-2808 Telephone PRescott 9-4345 
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to help you... 


accuracy 
in. your partials at 


NO cost ! 


Ettective June 1st, Nobilium 
laboratories will include 
without charge A PACKAGE 
OF NOBILJEL IMPRESSION 
MATERIAL with every Nobilium 
partial they process for you. 


Nobiljel is highly accurate, strong and 
elastic. It reproduces undercuts with ease, assures 
hard smooth casts. It sets in 3 minutes, and requires no fixing solution. 


For the finest possible cases, take the impression with Nobiljel, and specify 
Nobilium. Contact your Nobilium laboratory for details—or write us direct 
for full information. Don't delay; get the best today—the Nobilium way. 


NOBILIUM PRODUCTS, INC. 
125 N. WABASH AVE., CHICAGO 2, ILL. 130 N. BEAUDRY AVE., LOS ANGELES 12, CALIF. 
914 WALNUT ST., PHILADELPHIA 7, PA. 
NOBILIUM of TEXAS, 3010-12 Milam Street, Houston, Texas 
NOBILIUM of MIAMI, 1442 N.W. 36th Street, Miami 42. Florida 
NOBILIUM of CANADA, LTD., Toronto » NOBILIUM of EUROPE, A. B. Stockholm 
Export Department of Nobilium Products, Inc., 2255 Broadway, New York 24, N.Y. 
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REVIEW 


THE CHICAGO DENTAL SOCIETY 


December 1, 1958 


Volume 36 ¢ No. 11 


POLICY COMMITTEE 


Orville C. Larsen, Assistant Editor 


n this third and final article discuss- 
ing the policies of the Chicago Den- 
tal Society we want to tell you those 

pertaining first to the FortNiGHTLY 
REviEw, and second to the Ethics Com- 
mittee. 

In the pages of the FortNIGHTLY 
Review, each Branch of the Chicago 
Dental Society will be allowed free space 
amounting to a total of one and one-half 
pages per year. Any space used by a 
Branch over and above the one and one- 
half pages shall be paid for at the stand- 
ard space rates then prevailing for the 
Review. Space for announcements of 
the three dental schools in Chicago will 
be allowed at the rate of one and one- 
half pages free, except that any an- 
nouncement which stipulates a fee or 
charge of any kind for a course or lec- 
ture shall be classified as “Advertising” 
and charged for at the prevailing space 
rates. 

The policy relating to the Ethics Com- 
mittee states that all complaints, corre- 
spondence, records, files and documents 
shall be in charge of the Chairman of 
the Ethics Committee and can be exam- 
ined only by the Committee, and then 
only upon permission granted by the 
Chairman. This is to say that “no one 
has access to the files of the Ethics Com- 
mittee except the Chairman. Any other 
person or persons desiring to see those 
files must have the permission of the 


Chairman of the Ethics Committee’ be- 
fore. he may do so.” The mailing of 
Ethics Committee minutes has been dis- 
continued, and only the minutes kept 
by the Secretary and the copy for the 
Chairman remain in the files. 

A permanent record shall be kept of 
all members expelled or rejected.. These 
files shall be opened for. the scrutiny of 
the Ethics Committee only, and then only 
under the direct supervision of the Ethics 
Commission and the Chairman. 

This concludes our discussion of the 
policies of the Chicago Dental Society 
as they now stand. We hope you have 
found this series of interest, and that you 
have a clearer understanding of our So- 
ciety’s policy structure. 


Some “Words to the Wise” 
From Your Ethics 
Committee Chairman 


Ethics and your responsibility to your 
fellow dentist begin when you join or- 
ganized dentistry through the Chicago 
Dental Society. Our tendency is to be- 
come overindividualistic in our thinking, 
due to the nature of our work. Often, 
during some activity such as a hasty mov- 


‘ing program, we are apt to violate our 


code in many ways. 
One of our most common violations 
occurs during a change of location. The 
(Continued on page 26) 
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NEWS AND ANNOUNCEMENTS 


SEE THE CHICAGO TRIBUNE — 
ON DECEMBER 14TH 


Look for the Magazine Section 
of the Chicago Tribune 
Sunday, December 14 
Pages 48 and 49 

featuring a 

Chicago Dental Society 
Time Table 

for Children’s Teeth 


This is another activity of the Chicago 
Dental Society’s public relations program 
bringing knowledge of the benefits of 
good oral health to the people of the 
Chicago area. 


WEST SUBURBAN MEETING 


The next meeting of the West Sub- 
urban Branch will take place on Decem- 
ber oth at the Riverside Country Club, 
with the afternoon session from 2:00 to 
5:00, coffee break at 3:30, cocktails at 
6:00, dinner 7:00, and the evening ses- 
sion at 8:15. Dr. Robert E. Lee of Eau 
Claire, Wisconsin will discuss “Practice 
Administration.” Call Raleigh T. Wil- 
liams, FLeetwood 2-2100, for reserva- 
tions. 


UNIVERSITY OF TORONTO 
POSTGRADUATE COURSES 


A postgraduate course in orthodontics 
(for the general practitioner) will be 
presented by the University of Toronto, 
March 9-13, 1959, with an enrolment 
limit of 12. 

Also, applications will be received up 
to March 1st for enrolment in postgrad- 
uate courses leading to specialist certifi- 
cation in the recognized specialties. 

Further information may be obtained 
from the Division of Postgraduate 
Studies, Faculty of Dentistry, University 
of Toronto, 230 College St., Toronto, 
Ontario, Canada. 
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DIRECTORY PUBLISHER 
INDICTED 


Several months back a warning was 
published in the FortniGHTLY ‘REviEw 
regarding the Directory Publishing Com- 
pany, 220 S. State St., and its solicita- 
tion of ads for “The Greater Chicago 
Business Classified Directory.” From out- 
ward appearance it gave the impression. 
that the buyer was purchasing an ad in 
the Red Book (the Chicago classified 
telephone directory). Such purchase of 
an ad would have been a violation of 
the Code of Ethics of the Chicago Den- 
tal Society. The owner, Stanley Oleck, 
was indicted by a Federal Grand Jury on 
19 counts of mail fraud charges. It was 
estimated that some $150,000 was col- 
lected from 3,300 subscribers in this area. 
Such is the report of the Chicago Better 
Business Bureau whose complaint-ridden 
files on Directory Publishing Company 
helped to substantiate the government’s 
allegations. 

This is just one of the hundreds of such 
services the Bureau renders its members 
and the citizens of Chicago. We, as 
members of the Chicago Dental Society, 
are proud to be members of the Better 
Business Bureau and to have a small 
share in supporting the fine job they are 
doing “to promote integrity and create 
confidence in advertising, selling»and 
phases of business.” We are grateful to 
the Bureau and wish it every success.— 


_E.M.E. 


PERSONAL PROPERTY TAXES 


Several inquiries have been directed 
to the Society in recent months relative 
to assessments: filed against members for 
the personal property taxes on their office 
equipment. Such assessments, in their 
amounts, handling and other aspects are 
essentially a personal affair like income 

(Continued on page 32) 


q 
> 
~ 


Remember Those In Need 


By now each of us has received his sheet of A.D.A. relief seals. This is your 
opportunity to share with those members of the profession on whom misfortune 
has befallen. This custom or tradition was born out of the catastrophe of the 
San Francisco earthquake to provide those members of the profession who 
were wiped out with a new start. Over the years this catastrophe has never 
again befallen us, for which we are most thankful, but this Relief Fund has 
been a blessing to men to whom tragedy has come and has made those days 
just a little brighter. That Relief check has been the difference between the 
ignominy of public charity and the quiet dignity of being able to live in frugal 
independence. To some it has been even more. To those whose life savings 
have been lost or used in a catastrophic illness it has been the means of keep- 
ing body and soul together. It has been a blessing to the widows of our 
patriarchs who have made our profession the great profession that it is today. 
It has been the saving factor among the younger men of our profession who 
needed tiding over serious misfortune. 

Some of you may say Social Security will take care of these folks but many 
do not qualify. In our own Chicago area our quota of the relief fund does not 
cover the Chicago Dental Society’s share in the grants given recipients in our 
district. 

Give generously for the need is great and in giving you will be doubly 
blessed. DO IT NOW. 

In another section of the ForTNIGHTLY appears the report of the Dental 
Division of the Welfare Council. This data was gathered by members of the 
Chicago Dental Society and the Welfare Council to ascertain the available 
chair time in clinics serving the indigents in the Chicago area. We hope that 
you read it and study it. We are all well aware of the unmet needs of children 
but the fact is that only 1/3 to 1/2 of the facilities for care of the less fortunate 
are being used because of lack of funds and volunteer help. Maybe in the spirit 
of the Christmas-tide you may find it in your heart to volunteer your services 
for a half-day or a day per month to those so much in need of care. The three 
dental schools have waiting lists of three to six months and you can readily 
see what that means in the case of the child. The Board of Education program 
is doing a great job but they could use at least 10 or 12 men to man their 
present equipment. That is true all down the line. 


So read the report and then decide to help. 


94th MIDWINTER MEETING 
of the Chicago Dental Society 


Conrad Hilton Hotel February 8, 9, 10, and 11, 1959 


SECTION THREE 


POSTGRADUATE COURSE 
IN 


PROSTHODONTIA 


December 16th, 1958 
7:00 p.m. 


For the Early Arrivals — just the thing to see on a cold, pre-Christmas night in — 
December — beautiful Hawaii and Hawaiians in living color and grass skirts 
— enough to make you want to shoot Santa Claus and take off for T.H. 


1. FACE-BOW REGISTRATION 2. CENTRIC RELATION 3. PROTRUSIVE AND LATERAL 
RELATIONS 4. DETERMINING THE PLAN OF TREATMENT 5. TOOTH SELECTION 


p.m. Waldorf 
Cowrad Filton Rotel 


Study Material will be supplied those in attendance only. Those who attended 


Sections One and Two will receive new material and new econcnacs will 
receive all three sets. 


Se A. H. GRUNEWALD, Program Leader 
Dr. RICHARD W. TIECKE, Monthly Program Chairman 
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DR JOHN B. LADUE 
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Survey of Dental Clinics in Metropolitan 
Chicago 1956-1957 


Welfare Council of Metropolitan Chicago 


(Over the past several years a survey of dental clinic facilities was carried out by 
members of the Dental Health Committee of the Metropolitan Chicago Welfare 
Council and members of the Chicago Dental Society. Below appears a condensed 
report of that committee and with it goes an urgent appeal that any dentist who can, 
give of his time to the care of the less fortunate. If you can contribute one-half day 
or more a week please contact the Weifare Council at FRanklin 2-6911. Be sure to 
read the condensed report in its entirety. One thing stands out above all that that is 
the need for manpower, for there is much unused chair time and a great need for 


clinic space outside the central area.—E.E.) 


determine the magnitude of the 


problem of dental caries among 

Cook County children and to as- 
certain the need for more dental facil- 
ities, the Committee on Community Den- 
tal Program of the Welfare Council of 
Metropolitan Chicago in cooperation 
with the Chicago Dental Society under- 
took a comprehensive study. This report 
presents the conclusions first, followed 
by a summary of the findings and, finally, 
the recommendations of this Committee. 
The full technical report is available in 
limited quantities from the Welfare 
Council of Metropolitan Chicago, 123 
West Madison Street, at $1.25 per copy. 


CONCLUSIONS 


After its study had been completed, 
the.Committee arrived at these conclu- 
sions: 

1. Present facilities for providing dental 
service to the indigent could be more 
fully utilized. Based on the clinics’ 
1956 operating schedule, available 
facilities were unstaffed a total of 
.21,924 hours. If the hospital and 
nen-hospital dental clinics could be 
staffed on a minimum 35-hour week- 
ly schedule, a yearly increase of 89,- 
180 operating hours would result. 
2. Dental clinics are maldistributed in 
the metropolitan area. Sixty-one per- 
cent of the dental chairs are in an 
area of Chicago bounded by 600 
North, 2000 West, 3300 South and 


- 


the Lake on the East. Only 19 per- 
cent of public assistance recipients 
are located in this area. 

3. A substantial unmet need for dental 
care exists in the child population. 
It appears from conservative esti- 
mates that less than one out of four- 
teen children from low income fam- 
ilies receive dental clinic service in 
1956. 

4. Accurate information shout the type 
and volume of dental service that a 
clinic renders is difficult, sometimes 
impossible, to obtain. Because of fail- - 
ure to keep adequate records assess- 
ment of the amount of treatment pro- 
vided in the community is impaired. 


FINDINGS 
Physical Resources and Staffing 


RESOURCES, CLINICS AND CHAIRS 


A total of 80 clinics in Cook County 
had 603 operating chairs in 1956. A 
majority of the chairs, 492, were in clinics 
of three dental schools; 72 chairs were 
in 66 non-hospital clinics and 39 in 11 
hospital clinics. 


ACCESSIBILITY OF SERVICE 


In general, little relationship existed 
between location of dental clinics and 
chairs and the low income population to 
be served. For example, 19 percent of 
the public assistance recipients in Cook 
County in July-August 1957 lived in the 
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Lower North part of the City of Chicago. 
Within this same area were located 26 
percent of the dental clinics and 61 per- 
cent of the operating chairs. Conversely, 


one-third of the public assistance recip= 


ients lived in the Midwest and South 
Central area of the City but only 15 per- 
cent of the clinics and 3 percent of the 
chairs were located in the area. 


STAFFING 


Information on staff and staff hours 
was not available for the clinics in the 
three dental schools. The 77 hospitals 
and non-hospital clinics were staffed by 
129 operating dentists with a total of 
1,883 scheduled hours per week in 1956. 
This group of clinics had 44 full-week 
paid dentists, 31 part-week paid dentists 
and 1o dental residents and interns. In 
addition, there were 44 dentists who vol- 
unteered their time in these clinics. Most 
clinics did not have ancillary staff. 


Clinic Services 


CHICAGO 


The central area of Chicago was the 
‘only area in which all of the 10 basic 
dental services were available to all age 
groups.' Within Chicago, north of Ful- 
lerton Avenue, low income school chil- 
dren could obtain only diagnostic exam- 
inations, prophylaxes, fillings and extrac- 
tions within the area. South of 6oth 
Street these four services were available 
for low income preschool and school chil- 
dren. These children had to travel to 
clinics in the central part of Chicago 
for X-rays, prosthetics, oral surgery, en- 
dodontics, periodontics and orthodontics. 
Adults living in these outlying areas of 
the City could not obtain any clinic serv- 
ice except by going to the central area 
of Chicago. 


*The 10 dental services considered basic and 
on which inquiry was made concerning avail- 
ability were: diagnostic examinations, diag- 
nostic X-rays, prophylaxes, fillings, extractions, 
prosthetics, oral surgery, endodontics, perio- 
dontics and orthodontics. 
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Low income preschool and school chil- 
dren in the northern suburbs could ob- 
tain six of the 10 basic services at clinics 
located in the area. In the western sub- 
urbs, seven basic services were available 
to low income preschool and school age 
children who lived in Cicero and to all 
school age children living in Stickney 
Township. In the southern part of Cook 
County, five basic services were available 
to low income preschool and school age 
children enrolled in 15 specified school 
districts. 

No local dental clinic service was avail- 
able in the northwestern part of suburban 


_ Cook County, in a majority of the west- 


ern suburbs and in a substantial area 
of the southern part of the County. All 
persons living in these areas, as well as 
all adults and some children in suburban 
areas having clinics with incomplete 
services, had to travel to the central part 
of Chicago for all or a substantial part 
of needed dental clinic care. 


Clinic Utilization 
PERSONS ELIGIBLE FOR CARE 
AND UNMET DEMAND 


All the dental clinics, with but one 
exception, had established requirements 
for admission. Factors of age, area of 
residence, financial status, value as a 
teaching case, and referral from other 
clinic departments or referral from 
schools limited admission to the dental 
clinics. 

Among the non-hospital clinics the 
chief limitations were that the applicant 
be of low income preschool ' and/or 
school age living within specified geo- 
graphic areas of Cook County. Among 
the hospital clinics the chief stipulations 
were that all persons served be of low 
income and be referred by other depart- 
ments of the out-patient department. 
Clinics of the three dental schools re- 
stricted admission to patients that could 
be utilized as teaching cases. 

Even with these restrictions, four clin- 
ics rejected eligible patients in 1956 and 


SUBURBS 
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22 reported having a waiting list. The 
total reported on the waiting lists at 
eight clinics was 2,400 patients. A num- 
ber of clinics operated in such a way as 
to limit demand to that which could be 
accommodated. The result was they did 
not have waiting lists. Therefore, the 
aforementioned figure is minimum. 

Persons served. An estimated 59,000 
patients were served at the 80 clinics in 
1956. Since low income families included 
about 391,000 children, and since some 
clinics served persons of all income levels, 
the data indicate that fewer than one 
out of 14 children in this economic group 
received dental clinic service in 1956. 


Clinic Potential 

To determine the extent to which den- 
tal clinic facilities could be more fully 
utilized, potential and unused chair time 
was measured for 75 hospital and non- 
hospital clinics. For these clinics, poten- 
tial chair hours, based on the clinics’ 1956 
operating schedule, amounted to 102,- 
g15. Unused or unstaffed chair time 
amounted to 475 hours a week. In other 
words, had all the chairs been fully 
staffed during each clinic’s 1956 oper- 
ating schedule an additional 475 hours 
of dental staff time would have been 
needed per week; within a year almost 
22,000 hours of additional staff time 
would have been needed. The three den- 
tal school clinics and two clinics which 
closed in 1957 are exluded from these 
figures. 

To staff all the chairs and all the 
clinics at a schedule set at a minimum 
of 25 hours a week, would require 1,351 
hours of additional dental staff time a 
week or 58,379 staff hours a year—the 
equivalent of 49 dentists working 25 
hours a week, 48 weeks a year. To staff 
all the chairs on a minimum 30 and 35 
hour week schedule would require, in- 
stead of 49, an additional 51 or 53 den- 
tists, respectively. 


It is clear from these measurements. 


that a greater use of existing chairs is 
possible if clinic operating schedules 
could be lengthened and staff obtained. 


POTENTIAL VISITS 


Translating the potential and unused 
chair hours into potential visits is one 
indicator of how much more dental serv- 
ice could be performed if the dental 
chairs were more fully staffed. 

Assuming that the volume of visits in 
the three dental school clinics would be 
maintained at the 1956 level and that 
the visits per hour remained constant in 
each clinic, if all chairs were staffed a 
minimum of 25 hours a week, the 78 
clinics could handle one-third more visits 
than in 1956. On a minimum of 35 
hours a week, the visit potential is almost 
425,000 visits or 55 percent more visits 
than in 1956. 

The largest potential increase in visits 
is in the non-hospital clinics. For this 
group, the potential level of visits is 
81 percent higher on a minimum 25 
hour week and almost one and one-half 
times greater on a 35 hour week than 
the 1956 level. 


Extent of Dental Need Among Cook 
County Children 


The child population aged 2 to 16 in 
Cook County is estimated to have been 
1,1 56,000 in 1956—31 percent higher 
than i in 1950. By 1965, Cook County’s 
child population will reach an estimated 
1,469,000. 

In 1950, approximately one-third of 
the children were in families with income 
of less than $3,500. If the proportion of 
children in families at this income level 
was unchanged in 1956 and remained 
unchanged in 1965, the low income child 
population approximated 391,000 in 
1956 and will be about 497,000 in 1965. 

To meet the estimated accumulated 
dental need of the 1956 low income 
school age population would have re- 
quired about 755,000 hours of dental 
staff time—the time of 449 full time 
dentists, representing one-tenth of all 
dentists in Cook County.? Once’ accu- 


_mulated need is met, dentists’ time re- 


quired for maintenance care is reduced 
considerably. Even at the maintenance 
level, an estimated 196,000 hours of den- 
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tists’ time would be needed to care for 
low income school children in Cook 
County. 


RECOMMENDATIONS 


In view of these findings the Welfare 
Council of Metropolitan Chicago recom- 
mends that: 

1. Existing dental clinic facilities for 
medically indigent children in the 
hospital and non-hospital classifica- 
tions be fully utilized. This should 
be done by seeking volunteers from 
the dental profession and by marked- 
ly augmenting budgets of existing 
clinics for employing more dentists, 
auxiliary personnel and securing the 
supplies necessary for an increased 
service. 

*It is recognized that in addition to clinic 
service, dental service is available to public 
assistance recipients through private dentists. 
In July 1958, for example, the Cook County 
Department of Welfare paid $25,589 to pri- 
vate dentists for service rendered to 944 public 


assistance recipients, 24 percent of whom 
were children. 


a. The Chicago Board of Health 
should increase the number of 
dentists to 58 in order to staff its 
existing clinics. This is an increase 
of 17 dentists over the present 
staff. 


b. The Community Fund should 


provide funds to aid expansion 


of dental services in its participat- 
ing agencies. 

c. The Chicago Board of Health 
should increase salary rates for 
dentists to attract and hold able 
dentists on the staff. 

d. The Chicago Board of Health 
should increase the scope of its 

~ dental services to include perio- 
dontics, endodontics, and ortho- 
dontics. 


. The Committee on Community Den- 


tal Program of the Health Division 
of the Welfare Council of Metro- 
politan Chicago and the Chicago 
Dental Society cooperate in a pro- 
gram to recruit dentists as volunteers 
(Continued on page 30) 


SUBJECTS COVERED: 


531 South Plymouth Court 


The Harry J. Bosworth Company 
peunounces 


TRAINING COURSE 


DENTAL ASSISTANTS | 
December 10-11, 1958 at the Sherman Hotel, Chicago, Illinois 


Dismissing Patients 
Recall Systems 
Dental Records Patient Education 
Two Full Days—Fee $50.00 


Certificates presented; Dental Assistani's Pins available. 
For further information call—Wabash 2-1245 


HARRY J. BOSWORTH COMPANY 


Chairside Assisting 
Children’s Dentistry 
Housekeeping Duties 
Personality of the Assistant 
Miscellaneous 


Refresher Fee $25.00 


Chicago 5, Illinois . 
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NEWS OF THE BRANCHES 


Kenwood-Hyde Park 


Our program chairman, Vic Wittert, 
is trying to prove the truth of the old 
adage that “a Boyd at hand is worth two 
in the bush.” Our Boyd, Lester, will be 
at hand at the Del Prado Hotel, Tues- 
day, December 2, and he will not beat 
around the bush. Les will speak on “Bet- 
ter Dentistry for More People.” His 
topics will include utilization of high 
speed procedures; case presentation; 
preparations; impressions; patient edu- 
cation and management; efficiency of 
auxiliary personnel and how it may be 
improved. Those who are acquainted 
with Les know how dynamic a speaker 
he is and how well he projects his great 
knowledge of dentistry to his audience. 
All Kenwoodians and other Chicago 
Dental Society members would do well 
to attend and bring their wives and office 
personnel. Dinner reservations may be 
made by calling Ascher Jacobs, PLaza 
2-5322. . . . Ben Herzberg was recently 
elected president of the Tweed Ortho- 
dontic Association at a meeting held at 
Palm Springs, California. Also present 
at this meeting were Harold Stackler 
and Arthur Block. Ben will speak at 
the Alpha Omega Fraternity Clinic Day 
on “What the general practitioner should 
know about orthodontia.” . . . Dave and 
Ruth Handler celebrated their 35th wed- 
ding anniversary. Dave’s many friends 
join in extending congratulations to the 
newlyweds. . . . Dave Torch and Asher 
Sherow opened their Homewood office. 
They will practice pedodontics there as 
well as in their existing South Shore 
office. . . . Milton Sondell was appointed 
program chairman and your correspond- 
ent, case review chairman, for the Chi- 
cago Academy of Dental Psychosomatics. 
Incidentally, any Chicago Dental Society 
member is welcome to any of the remain- 
ing meetings which will be listed in the 
ForTNIGHTLY Review. . . . I trust the 
following words are self-explanatory: 


Do not consider this a diatribe, 
Rather the words of an unhappy 
scribe. 

To my friends and foes of Kenwood 
Please do what you oughta should. 
Warren Lutton the prez, Art Block the 

vice, 
To you gentlemen I turn for advice. 
How is a columnist supposed to column 
And forever keep from looking solemn. 
When word of a newsworthy event, 
To him seldom is ever sent. 
The news could be of a wedding, bar 
mitzvah, or briss, 
I should be most happy to print all 
of this. 
It could be of a car, so sleek and so new. 
Mention of the latest equipment will 
also do. 
A call will be welcome at any time, 
If you wish, I shall gladly send the 
dime. 
If Santa asks, “What do you want the 
most?” 
The answer is much news thru the 
U. S. Post. 
—M. B. Gelberd, Branch Correspondent. 


Englewood 


Dateline Roseland: The Englewood 
Dental Society wishes to extend deepest 
sympathies to the family of Richard Ka- 
minski, who passed away early in No- 
vember. . . . The November meeting of 
Englewood was well attended what with 
the Dallas meeting, and it being the 
opening day of pheasant season. Dr. 
William Vopata, an old friend of Engle- 
wood, brought us a real swinging mes- 
sage of “Modern Dentistry in the Broad 
Perspective” and made all of us drool 
with pictures of his beautiful office. Next 
month will be the sell-out OLD 
TIMER’S NIGHT with Harry Kazen 
in charge. Good food, entertainment, 
and Ralph Rudder and his DRY SOCK- 
ETS featuring Dick Valentine on his 
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musical Calabash. Sooo- come on over 
and have yerself a good time. . . . The 
year is half over as far as program chair- 
man Bob Unger is concerned, and a pat 
on the back to him for a good job. Bob 
hints of more goodies to come too; for 
instance, he has Mr. William Clark, fi- 
nance editor of the Chicago Tribune, 
all lined up for the January meeting. 
“Investment and Tax Problems of the 
Professional Man” will be Mr. Clark’s 
subject. . . . Joe McMahon astounded 
everyone by attending the November 
Meeting. . . . A hearty welcome to Fred 
G. Lauter who recently transferred from 
Kenwood. . . . John Boersma did a swell 
job of pinch-hitting for Bob Tharp who 
went to Dallas. . . . Gilbert Pape was the 
honored speaker at the South Side Den- 
tal Assistants’ Meeting. . . . Frank Far- 
rell is taking in the Dallas meeting, 
especially the American Society of Den- 
ture Architects. Then to Denver for a 
few days with his daughter, who attends 
school there. . .. Some of the other mem- 
bers who attended the National meet- 
ing were Mike Hayes, Ed Werre, Tom 
Starshak, Ray Van Dam, Harry Kazen, 
Paul Kanchier, Ted Vermeulen, Vince 
Milas, among others, Mrs. Goldhorn 
went to Dallas in style; a 1959 Fleetwood 
chauffeured by Ernie himself. . . . Ed 
Tharp is in his glory—freeloading on 
Uncle Sam aboard a carrier in the Pa- 
cific, so for two weeks Ed will be adding 
to his already ample “front porch.” 
The Navy will probably strike a Chow 
Hound Medal as a result of this cruise. 
. . . Boles Gobby recently escaped from 
the hospital after a three-week hernia 
ordeal—must have been shifting his 
money bags again. . . . Al Jason appeared 
with his new Buick. Tangible evidence 
of the dough in composing, Al and asso- 
ciates have four or five songs going for 
them now. . . . John Lace is always do- 
ing something—last week he made like 
a columnist by spreading seventy-five 
yards of dirt around his summer house 
in Flint Lake. . . . Ray Gates is partial 
to the South. He recently gave his gall 
bladder to Charlotte, North Carolina. 
Seemed to be mutually agreeable. . . . Bob 
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Unger had to wear an eye patch for a 
week as the result of a piece of bur in 
his eye. He was doing charity work at 
the time—his wife. . . . Joe and Eleanor 
Solus have a new baby, of one kind or 
another in their home. Congrats kids, 
but what is it—boy or girl? This is it 
for now. . . . Hello to Romaine Waska.— 
Lawrence E. Lucas, Loco No. 702, Asso- 
ciation Branch Correspondent. 


North Suburban 


The big news of late seems to be the 
big dental meetings down south. Some 
of the local men pursuing greater learn- 
ing included George Krueger, who de- 
toured through Atlanta first. Gil Mackey 
visited the Dallas show, despite a swollen 
jaw following a session with a prominent 
oral surgeon. L. J. Van Note and Bill 
Levin also represented Lake County at 
the Dallas meeting. . . . The Mexican 
Dental Association meeting in Acapulco 
seems to have drawn just about as many 
from this area, Hal Schelhas and Howard 
Paule from Highland Park were there, 
as were Bill Osmanski and Adrian Swan- 
son from Evanston. I understand that 
R. W. Schulze, from out Des Plaines way, 
motored all the way down to Acapulco; 
such ambition! I’m sure that more of 
the men visited the meetings down south, 
but they forgot to tell me first. . . . Inci- 
dentally, Dr. Ibbotson is as yet still not 
permitted to practice our noble profes- 
sion, as a result of a slipped disc around 
the first of October. . . . Jane Selbe, of 
Skokie, seems to be faring a little better 
after her spinal trouble; she was observed 
at the last North Suburban meeting, sans 
all orthopedic aids, demonstrating all the 
essential movements of the cha-cha. Se- 
dately, of course, but unmistakably. . . . 
The local men’s health seems to have 
been suffering a bit of late. Beside the 
aforementioned, R. C. Williams, of Wau- 
kegan, tells me he learned the hard way 
not to ignore a cold; he ended up in the 
hospital with pneumonia. Other hospi- 
tal cases: D. O. Waud underwent an 
operation last month to remove a wrist 
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ganglion and “a few other things” else- 
where. Hal Link, of Gurnee, was at 
Wesley during the latter part of October 
for a mastoid operation but he was look- 
ing quite chipper at the last Lake County 
meeting on Nov. 3rd. . . . At that meet- 
ing we were entertained by a terrific 
speaker, Dr. Lloyd DuBrul, of the Uni- 
versity of Illinois. . . . Don’t forget to re- 
serve the afternoon of Dec. 3rd for our 
annual joint meeting, which this year 
will be at Fort Sheridan. . . . On the 
lighter side, I understand Louis Alonzi 
and his assistant were married on the 
7th of November, and took off for a 
three-week honeymoon. What a sneaky 
way to hold an assistant. . . . Miscella- 
neous tidbits: O. K. Johnson has one 
more commitment now, he will start on 
Dec. and as an instructor at the Univer- 
sity of Illinois, and Research and Edu- 
cation Hospital. . . . We don’t seem to 
have many hunters in the group; I un- 
derstand Paul Bass journeyed to southern 
Illinois in search of quail, the flying kind, 
but he’s the only one I discovered. . . . 
A new building is going up in Wilmette, 
but Bob Kent is going to be minus his 
fingernails if it’s delayed much longer. 
. . . With the new receptionist he has, I 
think Glenn Jackson can expect. more of 
the fellows dropping in for personal con- 
sultations. All in the interests of better 
orthodontia, of course. . . . The treasurer 
of the Lake County Dental Society is 
sending out another desperate call for 
delinquent dues, he’s been losing heavy 
again on the horses—Ed Sherwood, 
Assistant Branch Correspondent. 


South Suburban 


It’s official now. The date of our so- 
cial evening is December 2nd at Sur- 
ma’s Restaurant. The cocktail hour will 
begin at 6:30, dinner at 7:30 and the 
program about 8:30. The program will 
feature the Bonath Twins, dancers par 
excellance. The bite will be only a modest 
$5 per person. 

As of this writing, Mike Bardige re- 
ports that 25 men have signed up for 


the Workshop presented by Dr. John 
Anderson and about twenty of them will 
bring along their assistants. Any of you 
who have not as yet made up your mind, 
now is the time to bring your check and 
join us for the day of December 3. . . . 
Our Board of Directors meeting of No- 
vember 11 had as guests Joe Kennedy 
of Kennedy Laboratories and Edgar Ste- 
phens of the Chicago Dental Society. 
These men gave us a comprehensive run- 
down as to just what is being done to 
combat the illegal dental laboratory. and 
some of the solutions that are currently 
being brought forward to control such 
activities in the future. The figure of 
9 million dollars was the estimate of 
the amount of the illegal denture work 
being done in our area per year, broken 
down it comes to about $2,700 per den- 
tist. I am sure that none of us would 
like to take this sum off of our yearly 
incomes. A future meeting will be set- 
up to invite these men and others who 
have come to the fore in fighting this 
very potent threat to our profession. Joe 
Kennedy made the statement that is at 
the crux of the matter, and that is that 
there is not enough information being 
passed on between the dental member- 
ship at large and the laboratory men 
who are trying to conduct an ethical 
business. When a proper liaison setup . 
can be arranged and proper accredita- 
tion of lab men comes about, the 
illegitimate operator will be forced out 
into the open where he can be prose- 
cuted by all legal means. It is rather 
embarrassing to find out that there is 
a substantial number of men who con- 
tinue to give business to labs whose activ- 
ities are definitely on the shady side. . . . 
Tiberi and Bettenhausen journeyed to 
Iowa City to see Iowa take on North- 
western in their homecoming tilt. Tiberi, 
an Iowa alumnus, can give you all the 
details if any of you are interested. . . . 
In active attendance at the Pink Ball 
given by the St. James Hospital were 
Fazio, Sadler, Chun, Grossi, Bendrick, 
Bardige, and Lipschutz. It is a sight to 
see the boys all dressed up tripping the 
light fantastic. . . . Glenn Eberly is off 
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on a fishing and hunting trip at Lake 
Norfield in the Ozarks. . . . Hank Frei- 
tag was out to try his aim at the defense- 
less pheasant. His luck was much better 
in his home state of Illinois than in the 
foreign climes of Indiana. ... Got an odd 
item—Herb Hammer is going to New 
York to attend some scientific meeting 
having to do with Obstetrics(?). This 
will bear looking into. Maybe he has a 
new approach to some of our dental 
problems. . . . In closing, I would like 
to leave one additional bit of informa- 
tion with you all—of the 450 dental lab- 
oratories in operation in the Illinois area, 
only 180 to 1g0 are considered to be 
operating on an ethical basis——H. C. 
Gornstein, Branch Correspondent. 


North Side 


In pursuing our 10-point program, ini- 
tiated some time ago for the North Side 
Branch, amongst which was our deter- 
mination to fight against the “illegal” 
laboratories, and following up on the 
recommendation made by our State 
President, Dr. Pollock, that dentists 
should be acquainted with our Legisla- 
tors, the North Side Branch is again tak- 
ing a forward step in the fight against 
the “illegal” laboratories. We are break- 
ing down our branch membership into 
the various Congressional, State Sen- 
atorial and State Legislative districts, so 
that our membership can be assigned to 
the representatives in their respective 
districts—the purpose of which is to get 
our members familiar with the legisla- 
tive problems affecting dentistry and to 
discuss these problems with our repre- 
sentatives. Our Board of Directors, thru 
organized dentistry’s channels, will sup- 
ply our membership with all the perti- 
nent facts, such as names and addresses 
of their respective legislators, facts and 
figures for adequate discussion of bills 
before the legislative bodies, ideas for 
new bills to be introduced affecting the 
welfare of organized dentistry and the 
public at large. This is another FIRST 
for the North Side Branch and we hope 


other branches throughout the State will 


do likewise. This is the only way we. 


can be prepared to meet whatever on- 
slaught may confront us. . . . And now 
for some news: Rube Kadens is head- 
ing a group of denture men to a clinic 
on “From Presentation to Adjustments,” 
using various instruments, with Dr. Gel- 
ler’s group in Indianapolis. . . . The Up- 
town Dental Forum has elected the fol- 


lowing officers: Harold Rabin, President; 


Harry Greene, Vice-President and Pro- 
gram Chairman and Herb Gordon, Sec- 


retary-Treasurer. Sounds like a strong 


leadership. . . . Herb Gustavson’s new 
office in Old Orchard is a knockout. 
You.ought to take the special tour. Herb 
gives an excellent presentation on the 
Psychology of Dental Surgery. . . . War- 
ren Gerber is Chairman of the 25th year 
Anniversary of Northwestern Dental, at 
their celebration at the Midwinter meet- 
ing. He is busy collecting money for 
the school. Got any for him? .. . It is 
with heavy heart that I have to report 
the loss of two of our members. Our 
sympathies go to the families of Robert 
E. Steinmetz and Louis Becker. . . . Mrs. 
Joel D. Arnold is recuperating with a 
brace on her neck as a result of an acci- 
dent sustained while they were looking 
for fossils at Cold City. Joel, of course, 
had to miss the Dallas meeting. .. . 
Joseph Weiss’ daughter, Adinah, has the 
distinction of having been selected to 
represent the February graduating class 
of the Chicago Jewish Academy at the 
36th annual banquet of the Jewish Uni- 
versity of America. Aren’t our kids some- 
thing? . . . “Captain” Al Gerber of the 
Naval Reserve (Dental) had an excel- 
lent trip on a very fast attack type trans- 


port thru the Bering Sea and the Aleu- 


tians into Murmansk, Russia, and then 
spent some 15 days in Japan, (Tokyo, 
Kioto, and the place where Syanara was 
filmed). He really gets around. He says 
he is working hard to keep folks from 
giving his kids a tag day. . . . Harold Ger- 
stein reports no additional babies on the 
way—he’s done pretty well in the past, 
and Morry Falstein reports another com- 
(Continued on page 26) 
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FRINK DENTAL SUPPLY COMPANY 


A Fast and Accurate Source of 


_ Dental Supplies and Teeth 


Representing standard manufacturers 
Counter, Phone, and Mail Service Daily Auto Deliveries 
Easy parking adjacent to our store 


4753 Broadway (at Lawrence) LOngbeach 1-3350-3351 


CALL US FIRST 


STATE 2-5393 | 
FOR THE BEST INSURANCE AT LOW COST 


FIRE 
AUTOMOBILE 
DISABILITY INCOME 
MALPRACTICE LIABILITY 
$10,000 MAJOR. HOSPITAL EXPENSE 


HUNTINGTON AND HOMER, INC. 


400 W. Madison Street—{The Chicago Daily News Building) CHICAGO 6, ILL. 
AGENTS FOR THE DISABILITY AND HOSPITAL PLANS OF THE CHICAGO DENTAL SOCIETY 
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DIRECTORY CHICAGO DENTAL SOCIETY 


Central Offices: 30 N. Michigan Ave., Chicago 2, Ill., Phone RAndolph 6-4076 


Kindly address all communications concerning business of the Society to the Central Office 


Officers 

George W. Teuscher President 
Harold H. Hayes President-Elect 
Paul Kanchier _ Vice-President 
James N. Lynch Secretary 
Robert Tuck Treasurer 
Amy L. Nelson Assistant Secretary 


Karl S. Richardson Executive Secretary 


Directors 
Eric R. Lindholm Englewood, 1959 
O. E. Scott North Suburban, 1959 


Jesse R. Carlton Kenwood-Hyde Park, 1960 
Clarence E. Simon South Suburban, 1960 
Adolph F. Stark West Side, 1960 
Arthur M. Duxler North Side, 1961 
Edward F. Kritzke West Suburban, 1961 


Joseph C. Ulis Northwest Side, 1961 
Editorial Staff 

Romaine Waska Photographer 
Frank M. Amaturo Loyola 
Charles Maurice U. of Til. 
Donovan W. Brown N.U.D.S. 
Frank J. Orland Zoller Clinic 
Branch Correspondents 

Lewis L. Weil Englewood 


6235 Kedzie Ave., HEmlock 4-4551 
Moses B. Gelberd 
7200 Exchange Ave., SAginaw 1-5464 
I. H. Shapiro North Side 
55 E. Washington St., DEarborn 2-7550 
Chester L. Jasick Northwest Side 
5300 W. Diversey Ave., KIldare 5-0091 
Rolley C. Bateman North Suburban 

‘ a1 N. Greeley St., Palatine 


1415 Emerald Ave., Chicago Heights 
SKyline 4-0185 
Samuel Silver West Side 
5410 W. Madison St., MAnsfield 6-2928 
Edward J. Budill West Suburban 
14 S. LaGrange Rd., LaGrange 
4-2060 


Kenwood-Hyde Park | 


South Suburban | 


Publication Staff 


Elmer Ebert 
Orville C. Larsen 
Karl S. Richardson 
Marion L. Harvey 


Editor 

Assistant Editor 
Business Manager 
Editorial Assistant 


Committee on Dental 
Health Education 


James D. Mershimer 
Edgar T. Stephens 


Branch Officers 


Englewood Henry J. Mathews, President 
Robert J. Tharp, Secretary 


Chairman 


Program Director 


Kenwood- Warren H. Lutton, President 
Hyde Park Arthur J. Block, Secretary 
North Side _ Francis J. Hanagan, President 
. Stanley S. Goldberg, Secretary 
Northwest Alf. H. Altern, President 
Side M. V. Kaminski, Secretary 
North George L. Carey, President 
Suburban I. Milton Dawson, Secretary 
South Joseph Garofalo, President 
Suburban Charles Cibock, Secretary 
West Side Andrew J. Kelleher, President 


Michael C. Arra, Secretary 
West Howard J. Buchner, President 


Suburban - Weston O. Olsen, Secretary 
Ethics Committee 

Rudolph U. Grieff, Chairman 1959 
Joseph E. Plewa 1960 
Milo R. Lunak 1961 


Applications for Membership 

The following applications have been re- 
ceived by the Ethics Committee: Any member 
having information relative to any of the ap- 
plicants, which would affect their membership, 
should communicate in writing with Rudolph 
U. Grieff, 1832 E. 87th St., Chicago 17. 


Applicants 


Brack, Herpert S. (N.U.D.S. 1958) North 
Side, 25 E. Washington St. Endorsed by 
Allen G. Doner and Robert J. Kruchmeyer. 


(Continued on page 29) 
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Classified Advertising 


FOR SALE 


WHERE SERVICE COUNTS—AFTER THE 
SALE—See GEROW Dental Equipment Company. 
New and rebuilt equipment on display at all times. 
New elec. motor chairs, $685.00. Ritter Trident, 
$350.00. New modern cabinets—mobile, any color, 
$248.00. Authorized American-Weber dealers. 
GEROW DENTAL EQUIPMENT COMPANY, 
2147 N. Lincoln Ave., Diversey 8-8300, if busy, 
call Diversey 8-8299. 


For Sale: Dental office well equipped, practically 
new with cold water service in operating room for 
cuspidor. Located on second floor of residential 
apartment building near Irving Park and Sheridan 
Road. Is set up for immediate practice or will sell 
the outfit and instruments separately in single 
pieces. Call LAkeview 5-7730 any day before one 
o'clock. 


For Sale: Field Annex Bldg.—4 windows, 2 com- 
pletely equipped operating rooms, lab, dark room, 
reception room. Central air-conditioning. Newly 
interior-decorated. Can move in and operate im- 
mediately. DEarborn 2-1471. 


For Sale: Dental office, 2 chairs, fully equipped, 
x-ray. Room 1519, Pittsfield Building. Selling on 
account of illness. Dr. Joseph Wiener, PLaza 
2-4610. 


For Sale: Completely equipped dental office. West 
Side. S. S: White unit and chair, American cabinet, 
Pelton sterilizer, Burton light, Wig-L-Bug, and 
misc. office and reception room furniture. Tele- 
phone ANdover 3-9400. 


For Sale: Cavitron, coral, like new. Call FLanders 
9-1611. 


For Sale: Contour chair with adaptor for dental 
chair base. Like new. TAlcott 5-2139. 


For Sale: Recently refinished S. S. White No. 7 
unit, excellent for second or hygienist’s room, mod- 
ern jade green; American sterilizer and surgical 
cabinet, Pelton operating light. Call ALpine 1-0270. 


For Sale: Complete mahogany-equipped dental 
office. Mattern x-ray and developing tank; Harvard 
unit with air cut-off, Triluminar light and x-ray 
view box; Ritter chair, Pelton sterilizer, Weber 
cabinet, floor mat, and other equipment. BElmont 
5-9022. 


For Sale: Mattern mobile x-ray, $225.00; Harvard 
chair, $50.00; Harvard unit, $50.00; cabinet, 
$25.00; sterilizer, $15.00. All mahogany finish. 
Pelton light (black), $35.00. Floor mat, $10.00. 
Call ORchard 4-9440. 


For Sale: One Pelton air-compressor — Model 
A-610. Call GLobe 8-0224. 


For Sale: American dental cabinets—No. 147, 
cream-white, $200.00; No. 172, blue, $200.00. 2 
No. 178 mobile American cabinets, one coral and 
one green, $235.00 each. American Dental Mfg. 
Company instrument sharpener, $20.00. Hanau 
Junior electro former, $25.00. Mobile operating 
stool, $20.00. 2 S. S. White contra-angles, come 
apart, $15.00 each. Multiplex wall folder for visual 
education, $25.00. Wall cabinet for models, $20.00. 
2 27-drawer steel cabinets, green baked enamel, 
$20.00 each. Lab cabinet, $50.00. G.E. developing 
tank, $20.00. All of the above are like new. WAter- 
fall 8-9393 


FOR RENT 


MONROE BLDG., 104 S. Michigan Ave., opera- 
ting room, lab and business office in large suite. 
Also, one furnished operating room with use of 
other facilities in suite with another dentist. Both 
spaces face Lake Michigan. Mr. Pocock, Room 230, 
or HArrison 7-0260. 


Judge, Doctor! 
1922 PITTSFIELD BLDG. 


Exclusive Jacket Work 
_orcelaia or Plastic 
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One and two-room suites now available in newly 
remodeled medical building. Air-conditioned. Com- 
plete decorating. Receptionist service available. 
Stineway Drug on the premises. Northeast Jack- 
son Blvd. and Pulaski. Low rental. Phone Mr. 
Trout, AUstin 7-1855. 


2449-51 N. CICERO AVENUE—Space for rent 
in new dental and medical building, just com- 
pleted—will fulfill dentist’s specifications. Rent 
includes air-conditioning, heat and water. Contact 
D. T. Chechile, M.D., HUmboldt 9-6676 or 
SPring 7-1046. 


For Rent: Two-room office, plus reception room. 
Newly redecorated. Parking lot. $85.00. Southeast 
corner Addison & Cicero. Telephone PEnsacola 
6-2444. 


MORTON GROVE Medical Center—Dental and 
Orthodontia Suites: Three rooms and lab with 


common reception room in beautiful ultra modern. 


air-conditioned building. Ample parking. Excellent 
opportunity in this new community. Call Glen 
Morton Medical Center, ORchard 6-3200. 


Office for Rent: Modern medical building. Oppor- 


tunity for Orthodontist. Air-conditioned. Ample 


parking space. Glenview, Illinois. Wyatt & Coons, 
GLenview 4-3000. 


For Rent: Two-chair office, laboratory and business 
office. 1912 West 1ogrd St. Call BEverly 8-9844. 


Office for Rent to Orthodontist: Unusual oppor- 
tunity in the Roseland area for the right man. New 
modern ground-floor building, air-conditioned, 
built-in cabinets. All modern facilities. WAterfall 
8-9393. 


For Rent: One-chair dental office. Good Uptown 
Bank Building location, north exposure, overlook- 
ing Lake. Equipment and furnishings available, if 
desired, at low cost. Telephone LOngbeach 1-2543. 


PHONE-ANSWERING MACHINES 


FOR RENT PART TIME 


For Rent: Marshall Field Annex Bldg.—Completely 
equipped modern office including Hydrocolloid and 
Airotor. Complete services including telephone- 
answering service. Use my instruments and expend- 
ables. Available 2 days per week. Phone DEarborn 
2-0226. 


For Rent Part Time: Dental office on Northwest 
Side. Hours may be arranged to your convenience. 
Very reasonable terms. Telephone KIldare 5-8416 
after 7:00 p.m. 


WANTED TO PURCHASE 


Dentist with twenty years experience would like to 
buy active dental practice in Chicago suburb. Give 
full details in first letter. Address Z-1, The Fort- 
nightly Review of the Chicago Dental Society. 


Wanted: Dental office and practice. Prefer Loop 
area or North Shore suburbs. Two chairs minimum. 
Can handle transaction with cash. DIversey 8-7009. 


New or slightly used 2 or 1 complete dental unit, 
chair, cabinet, sterilizer. Please give age, color and 
price. Address Z-6, The Fortnightly Review of the 
Chicago Dental Society. 


HELP WANTED 


Wanted: Receptionist-Office Manager. Experienced, 
mature, capable woman for busy far west suburban 
office. One block from CB&Q station. Prefer with 
experience as dental assistant. Address Z-3, The 
Fortnightly Review of the Chicago Dental Society. 


Wanted: Experienced dental assistant. Five-day 
week. 25 E. Washington Street. RAndolph 6-1899, 
Dr. M. D. Strilky. 


Wanted: Experienced dental assistant, 5-day week. 
National Bank of Hyde Park Building. Telephone 
Midway 3-9607. 


For Sale: Automatic phone-answering and record- 
ing machines. Priced reasonably. Ansra Phone Co., 
ROdney 3-0616. 


Wanted: Male or female dental laboratory tech- 
nician to work part time in private office. ALpine 


6 FREE CREDIT REPORTS 
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THE DOCTORS’ SERVICE BUREAU °¢ CEntral 6-3787 * 201 North Wells St. 


THE DOCTORS’ SERVICE BUREAU 


A CAREFUL AND ETHICAL SERVICE 
FOR DENTISTS 


1-0270. 
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ASSOCIATIONS WANTED 


Association Wanted: Well qualified dentist desires 
association, purchase of practice considered later. 
Must be busy and lucrative, available at once. Mili- 
tary obligations complete. Address Z-2, The Fort- 
nightly Review of the Chicago Dental Society. 


Association Wanted: Would like to share office 
with another dentist who has two operating rooms 
or room to put in second chair. Object—to work 
part time on my regular patients. Belmont to Law- 
rence to Western Avenue preferred. Address Z-4, 


The Fortnightly Review of the Chicago Dental So- 
ciety. 


DENTISTS AVAILABLE—Personable—young— 
Illinois licensed—American born and trained. For 
full or part time. Call ANdover 3-0145 for com- 
plete information. GARLAND MEDICAL PLACE- 
MENT—25 East Washington. 


ent time we have 21 women who have from 2 to 
13 years of experience in the Dental Field. Many 
are able to assist at the chair, take and develop 
Radiographs, handle Laboratory procedures—and 
2 of these competent Assistants have Bosworth Sys- 
tem training. Ages vary from the younger to the 
more mature Assistant—most have done typing, 


billing and light bookkeeping . . . 33 TRAINEES 
—lIf you prefer to train a high caliber young 
woman—anxious and willing to learn—Our 
TRAINEE group includes some Undergraduate 
Nurses, General Office Girls, High School and 
College Graduates who want an opportunity to 
learn and work in a challenging position. Salary 
requirements for most of these girls is of secondary 
consideration. Our service is Confidential and 
FREE to the employer. NATALIE GARLAND, 
Director. For information on above plus MANY 
others call ANdover 3-0145—-GARLAND MEDI- 
CAL PLACEMENT—MARSHALL FIELD AN- 
NEX—ANdover 3-0145. 


Young Orthodontist desires association, part time 
or full time, in Chicago or north or west suburbs. 
Experienced, with excellent references. Address 
Z-5, The Fortnightly Review of the Chicago Den- 
tal Society. 


SITUATIONS WANTED 


NEED OFFICE HELP, DOCTOR? Need an ex- 
perienced chairside assistant? Or would you prefer 
an eager-to-learn BEGINNER for training YOUR 
way? In either case, phone us. We are employment 
counsellors to the dental and medical professions. 
Our city-wide placement service is FREE to the 
employer. Your inquiry will be handled in confi- 
dence. There’s no obligation. ASSOCIATED 
MEDICAL PERSONNEL BUREAU, 7: North 
State Street. Telephone ANdover 3-3438. 


GARLAND MEDICAL PLACEMENT—MAR- 
SHALL FIELD ANNEX BLDG., 25 E. Washing- 
ton St. ANdover 3-0145. Carefully screened as- 
sistants available—experienced counsellors to assist 
you promptly at NO COST TO YOU. EXPE- 
RIENCED DENTAL ASSISTANTS—at the pres- 


MEDICAL PLACEMENT SPECIALISTS—New 
Personnel Available now—A FREE SERVICE TO 
EMPLOYER: DENTAL ASSISTANT—EXPE- 
RIENCED—tThis young woman had two years 
of intensive training as a Dental Assistant in a 
College, which included one year of actual work 
in a Dental Clinic. Upon completing the course she 
went to work in a Dental Office for a General 
Practitioner. She’s an excellent chair assistant, can 
do Laboratory work, take and develop X-Rays. 
She also types well, takes shorthand and keeps 
books; a real asset in a Dental Office .. . DENTAL 
TRAINEES: We have a number of young women 
who are keenly intersted in the Dental field. A few 
have had limited experience in Dental offices on a 
part-time basis—some have Nursing backgrounds— 
others clerical backgrounds. All are looking for an 
opportunity rather than salary . . . For these and 
many more experienced Assistants and Trainees in 
Chicago and all suburban areas, carefully screened 
by experienced counsellors, call MISS CLARE, 
MEDICAL PLACEMENT SPECIALISTS, GAR- 
LAND BLDG., AN 3-0382. No charge to employer 
for our services. 


MEDIUM HARD INLAY GOLD 


JEANNE WILKINSON 
MANAGER, CHICAGO OFFICE 
PITTSFIELD BUILDING, 18th FLOOR 


JACK REINHARDT 
TECHNICAL REPRESENTATIVE 
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Send for Free 
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2. Vacuum Fired. 


27 East Monroe, Chicago 3, Illinois 


SOME “WORDS TO THE WISE” 
(Continued from page 9) 

Code of Ethics clearly states that it shall 
be considered unethical for a member 
of this Society to circularize the public 
by card, press, poster, handbills, or writ- 
ten matter of any kind—for example, a 
printed form letter sent to a general mail- 
ing list of the area into which the den- 
tist moves. He may, however, mail no- 
tices to his former and current patients. 
A specialist with a qualifying degree may 
circularize the profession at large on one 
occasion only, as well as former and 
present patients. No associate may mail 
from your files unless holding a specialty 
license. These are the limitations. 

The most prevalent offenders are old 
members of our Society who make a 
move after many years in one location. 
Unfortunately, too frequently they do 
not read our. code and are surprised and 
chagrined when called in before the 
Ethics Committee.. 

If you are pressed for time, a simple 
aid to your problems is to communicate 
with our committee through your Branch 
Chairman or the Central Office of the 
Chicago Dental Society. 


A fellow dining in a restaurant missed 
the potatoes and thought he. would try 
out his French on the pert waitress. So 
he said: “Where’s the pommes des 
terres?” 

Blinking not an eye, she replied: “First 
door around the corner to the left.” 


3. Platinum Lingual. 
4. Platinum Reinforced. os 
5. Double Strength. posed 
Phone CEntral 6-1680 
M. W. SCHNEIDER DENTAL LAB. 


NEWS OF THE BRANCHES 

(Continued from page 20) 
plete remodeling job of his office. If 
you thought his last place was beautiful, 
you ought to see it now, I’m going to 
go up there again (mainly this time to 
visit his bar he installed). He just got 
back from the Dallas Periodontal meet- 
ing, where he met Walter Nock, George 
Schmidt and Mel Schainis. . . . Howard 
Adilman reports that Ray Garvey is defi- 
nitely set for the January Workshop and 
that he has the pamphlets by E. O. 
Thompson for distribution as promised. 
The last workshop was very successful 
and has helped to strengthen our budget. 
. . . By now you most likely have all at- 
tended Clinic Day at the Edgewater. As 
this is written 2 weeks before printing, 
I'll have a report for those who couldn’t 
make Clinic Day. . . . Next affair for 
the North Side is the WORKSHOP in 
January. Did you make your reserva- 
tions for the Midwinter Meeting?—J/. H. 
Shapiro, Branch Correspondent. 


West Side 


Our second meeting of the year on 
November 11th was well attended. The 
subject presented, “Patient Relaxation,” 
seemed to arouse considerable interest. 
A number of men have asked me about 
starting an informal study club to look 
into the merits of hypnotic techniques. 
Those of you who are interested, please 
call me at MA 6-2928 and I'll set up a 
preliminary meeting at my office during 
some lunch hour soon, during which we 
can prepare a tentative program for fu- 
ture meetings. . . . Belated announcement 
of a blessed event to Gary and Mrs. 
Downing, a baby boy—their fifth... . 
Leo Cahill spent a pleasant vacation in 
Florida. . . . By the way those who have 
made reservations for the Upjohn trip 
should make sure that they get to the 
station at least forty-five minutes before 
train time which is 1:10 p. m... . Per- 
sonality Highlight for this issue shines on 
three of our venerated old timers. ... . 
Samuel Rakow, Oscar Cyrier, and Geo. 
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Blaha have all been in practice for more 
than forty years. Oscar Cyrier is actual- 
ly retired, but still manages to attend 
dental meetings and keep informed on 
what is going on in dentistry. He holds 
the distinction of being the first dentist 
to open an office at Madison and Pula- 
ski. . . . George Blaha, who was president 
of his class at Loyola in 1918, is still 
going strong. His hobbies include golf 
and refinishing of furniture. His travels 
have taken him through Mexico and the 
Caribbean. . . . Sam Rakow was born 
in North Dakota, went to high school in 
Minneapolis, and graduated from Loyola 
in 1918. Fourteen years ago Sam devel- 
oped a heart condition, dropped his prac- 
tice for a while during which time he 
visited with his brother in California. 
Sam still practices actively and manages 
to lead an interesting and productive 
life. . . . Capsule Philosophy—from Bill 
Pendergast—Don’t rush, life is short 
enough. Don’t let anyone push you 
around, do what you think you must do. 
Above all take time out to smile, life is 
serious enough. . . . OK men, there you 
have it, another column on what you 
give me. Don’t ever hesitate to call me 
whenever you have any sort of news or 
even an interesting thought. I’m always 
glad to hear from you.—Samuel Silver, 
Branch Correspondent. 


West Suburban 


Marv Blechman will address the West 
Suburban Round Table on December 
2nd. Marv will speak on “Oral Surgery 
Cases and Office Procedures.” The 
meeting is to be held at the Oak Park 
club. Phil Long, the program chairman, 
extends a cordial invitation to all West 
Suburban members to attend this very 
informative discourse. . . . The General 
Dynamics corporation has awarded a 
$3,000.00 fellowship to John Madell, the 
son of Dr. John Madell. Dr. John’s son 
attends the Massachusetts Institute of 
Technology. This young man is work- 
ing on his doctorate in nuclear engineer- 
ing. He received his bachelor of science 
and master’s degree in chemical engi- 


neering from the Illinois Institute of 
Technology. . . . The Syl Cotters en- 
joyed the very pleasant environment of 
Pinehurst Country club. We were in- 
formed by Syl that the golf courses were 
superb, the food out of this world, and 
the accommodations beyond one’s fond- 
est expectations. . . . Vern Cultra re- 
ported that the Williamburg, Virginia 
area is a “must” for all who have never 
visited this region. Vern states that the 
scenery is very beautiful in this section 
of the country and he advises that reser- 
vations be made in advance by all who 
contemplate a visit here. . . . Al Kuncl 
has a new granddaughter. Al is a very 
proud and happy grandfather. The 
Kuncls are to vacation in Ft. Lauder- 
dale, Florida during the month of De- 
cember. . . . The American Academy of 
Pedodontics accepted for publication a 
paper that Wayne Dunnom presented be- 
fore this august body. The title of the 
essay was “The Safety of General Anes- 
thesia in a Private Practice.” . . . George 
Chott was very successful in his recent 
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fishing adventure. If he attempted to 
eat all the fish he caught he could have 
gotten very sick of fish. His catch was 
200 pounds. . . . Jim Betty “lost a daugh- 
ter but gained a son.” Jim’s daughter 
was married last August. Jim and his 
dad Paul practice in Oak Park. Junior 
Betty is also a staff member of the North- 
western University Dental School. . . . Joe 
Haller is going to spend the Christmas 
holidays at Coral Gables. Joe will be 
missing from Oak Park for a period of 
six weeks. . . . Fred Hawkins has a son 
training to be a jet pilot. ... The West _ 
Suburban Dental Assistants Association 

held their November meeting at Otto’s 
Restaurant. The speaker of the evening 
was Bob Atterbury. . . . Len Axelrad is 
taking a postgraduate course in general 
anesthesia. Len states that the course is 
about thirteen weeks’ duration and _ is 
being taught at the dental department 
of Loyola University. . . . Carol Rose is 
the name of the new arrival at the George 
Carpenter home. George practices pedo- 
dontia in Hinsdale. He seemed a little per- 
turbed and disappointed in the new heir 
not being a possible future pedodontist. 
..+ Joe McCormack reports a new son 
was added to the family two months ago. 
This is the second child in the McCor- 
mack family. . . . A tornado nearly struck 
St. Petersburg, Florida while Dan Drake 
was visiting there recently. Dan stated 
he was glad that this was a near miss. . . . 
Bob Watts was recently married. . . . Le- 
roy Sanden is going to try his luck at 
pheasant hunting. . . . Milo Lunak is an- 
other proud West Suburban grandfather. 
A new grandson became a member of 
the Lunak family. . . . Nick Carle is va- 
cation bound to the Ozark mountains. . . . 
The following men are going to visit 
the Eli Lilly plant at Indianapolis; Otto 
Wagner (he has the liquor concession) , 
Joe Smejkal (he is the dancing master) . 
Joe Komarek (he is story teller), Fred 
Mahlke (anticipating being a_ grand- 
father). These other fellows, Stan Krup- 
ka, Ben Lyznicki, John Poronsky and 
Machek have hidden talents but are go- 
ing for the ride. . . . Dr. Ted Kurtz spoke 
before 133 members of the West Sub- 
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urban society. His subject dealt with 
the manipulation of rubber base impres- 


sion materials. An attentive audience 
received some pertinent information on 
the practical application of these new 
materials. Buck Jones scored another 
“first” in his second presentation to the 
branch society. The third meeting of 
the year will feature Dr. Robert E. Lee 
who will lecture on “Practice Manage- 
ment.” This is an afternoon and eve- 
ning discourse, the date is December 
ninth. . . . Tony Francel is returning to 
his alma mater—Marquette University 
Dental School to take a refresher course 
in crown and bridgework. . . . Earl 
Emery was active in the recent LaGrange 
Masonic installation. Earl, a past master 
of LaGrange lodge, gave a resumé of 
the past history of the organization. . . . 
Merrill Shepro and Ed. Gifford are char- 
ter members of the new LaGrange Ro- 
tary club. . . . Charles Mikolas and Jim 
Hofrichter are contemplating a hunting 
trip in the near future. I am told that 
ducks are the chief objective. . . . Jim 
Kohout is planning an extensive vaca- 
tion in the near future. Jim surmised 
he would be away. from dentistry for a 
number of months. . . . Harold Acker- 
man, the grandfather of two grand- 
daughters, is to be a granddad again in 
the very near future. Jim Ackerman, 
Harold’s son, has revealed to dad that 
a new arrival is expected very soon. Jim 
is a divinity student and at present re- 
sides in New York. . . . The Charles 
Madisons are home again. They visited 
New Orleans and sunny Florida.—E. Jj. 
Budill, Branch Correspondent. 


APPLICATIONS 
(Continued from page 22) 
Gituis, Tuomas C. (Loyola 1943) South Sub- 


urban, 15 Plaza, Park Forest. Endorsed by 
Francis H. Wright and Milton L. Braun. 


Rosen, Howarp S. (Western Reserve 1955) 
South Suburban, 15 Plaza, Park Forest. En- 
dorsed by Norman H. Olsen and Morton 
Rosen. 
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American 
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Group Accident 
and 


Health Insurance 


For particulars apply to: 
Paul W. Zillmann, D.D.S., 


Insurance Trustee 
29 Walden Avenue 
Buffalo, New York 


M. A. Gesner, Inc. 


Chicago 11, Illinois 
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SURVEY OF DENTAL CLINICS 
(Continued from page 16) 


to help staff those clinics which are 
under voluntary auspices. 

3. The Board of Health and other agen- 
cies concerned with providing dental 
services to children in low income 
families plan new locations for den- 
tal clinics in relation to the geograph- 
ic distribution of the low income 
population. Availability and acces- 
sibility of facilities are important con- 
siderations in the procurement of 
health service by the indigent popu- | 
lation. 

The area of Chicago south of 33rd 
Street and east of Damen Avenue 
should be given priority in the loca- 
tion of new dental clinics because the 
lack of facilities is particularly great 
in this area. Increased dental clinic 
services should be provided in all 
areas with low income population. 

4. School authorities provide greater 
cooperative action in permitting chil- 
dren to avail themselves of private 
or clinic dental service during school 
hours. After school and Saturday 
hours are not the most appropriate 
for dental treatment, and the diffi- 
culties encountered in excusing chil- 
dren from school for dental appoint- 
ments is a deterrent to the better use 
of dental facilities. 

5. All dental clinics use a standard rec- 
ord form and report to an agreed 
central body on a uniform reporting 
form. Improvements in this area 
would help clarify the problem of 
the community’s dental needs and the 
extent to which they are being met. 
The Committee on Community Den- 
tal Program should implement this 
recommendation as rapidly as pos- 
sible. 

For the long range, the Welfare Coun- 
cil recommends, in addition, that: 

1. The community continue to support 
the fluoridation of public water sup- 
plies. This highly commendable pro- 
gram should, in time, reduce the need 
for dental care for children by per- 
haps as much as 50 percent. This 
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reduction cannot be anticipated be- 
fore 10 to 15 years have elapsed. 

Beyond such services as dental school 
and voluntary agency clinics can sup- A™M€ 
ply, responsibility for dental services © / 
for children in low income families are worth at least 


be assumed by the Chicago Board of ; ' 
Health and by local health depart- 
ments in other jurisdictions. (@] 


. As soon as existing Board of Health 
dental clinics are fully staffed, the 

Board undertake a planned program 

of establishing new clinics, as rapidly 
as manpower can be recruited until 
the total need is met with respect to 
preschool children and children in 
parochial as well as public schools in 
low income families. This may in- 
volve as much as a six or seven-fold 
increase in the current Board of 
Health program and a four to five- 


fold increase in the program recom- DURING NOVEMBER AND DECEMBER, Crescent 
mended in 1 a. above. Preschool chil- is giving a full ounce of Cresilver with every 

: : 5 ounces you buy...This is the annual 
dren should be gitar added emphasis bargain offer that so many dentists have 
in dental programs of the Board of been waiting for, Order 5 ounces and you 
Health. get 6! Order 10 ounces and you get 12! 
Consideration be given by the Board 25 Here, 

: in , is a real “buy”...And what’s more, 

of Health and the Committee on we include without additional charge a half 
Community Dental Program to plan- dozen Crescent Brushes and a pkg. of 
ning a pilot demonstration dental Crescent Amalgam Polish with each 5 ounce 
clinic under auspices of the Board order if you mail the coupon below. 
of Health to test the most economical Thousands of users will tell you they like 


Cresilver’s smooth amalgamating qualities, its 
and effective organization, including fine texture, its lasting lustre and the fact that 


utilization of ancillary personnel, such Cresilver has the highest practical silver content 

as dental hygienists and clerks, and (74% %) available anywhere. Decide ay 

to test new plans for gradually ex- 2” how much you want to save. Ons, 
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tion. throughout childhood. The 
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consider how dental clinics under 
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other auspices can contribute to the of $11.50, ples the without 
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The Committee on Community Den- [) Send 10 ounces for $23.00, plus 2 Gift ounces with- 
tal Program and the Chicago Dental charge. 
Society aid in implementing appro- O sont _” — for $57.50, plus 5 Gift ounces with- 
priate recommendations for expand- : 
ing dental training facilities in Illi- 
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rent studies of the need for additional ADDRESS. 
training facilities. MY DEALER IS. 
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NEWS AND ANNOUNCEMENTS 


(Continued from page 


and all other taxes and should be han- 
dled on a private basis. Members having 
a personal property tax problem are ad- 
vised to consult their attorney. It might 
be that the member could pool his in- 
terests together with those of other pro- 
fessional people with like problems and 
engage common legal counsel to help 
‘solve their difficulties. 


PLACEK ADDRESSES 
BANK PLAN GROUP IN DALLAS 


Dr. B. Placek, Chairman last year of 
the Chicago Dental Society’s Dental 
Budget Plan Commission, addressed the 
Bank Post Payment Plan Conference 
which took place in Dallas on November 
roth during the recent American Dental 
Association meeting there. Dr. Placek 
was a member of a panel of experts pre- 
senting various aspects of dental budget 
plans to an audience of bankers and 
dental society officers. He was assigned 
the topic, “The Advantages of Dental 
Budget Plans to the Participating Den- 
tist.” 

The luncheon was arranged and its 
expense borne by the Preston State Bank 
of Dallas, underwriters of the Dallas 
Dental Society’s budget plan. 

Comparison in this experienced setting 
of the Chicago Dental Society’s Plan 
and its operation indicates that our plan 
is well-managed and efficient. Our loss 
ratio, for example, is more favorable than 


most other dental budget plans. Statis- 
tics show, however, that far fewer of our 
members proportionately take advantage 
of the plan although this can be as- 
cribed largely to its newness. Only time 
and continued education will increase 
the numbers of dentists who use the plan 
to solve their collection and bookkeeping 
problems leaving them free to concen- 
trate on practicing dentistry. 


C.D.A.A. NEWS 


The annual Christmas party of the . 


Chicago Dental Assistants Association, 
their social event of the year, will be 
held December 18th at Younkers Restau- 
rant, 51 East Chicago Avenue, with cock- 
tails at 6:30 and dinner at 7:00. Enter- 
tainment will be presented by the dental 


‘assistants, Dinner will be $4.00—also 


bring a $1.00 grab-bag gift. For reser- 
vations, contact Margaret Crosby, 5615 
S. Paulina, Chicago 36, HE 4-0924. 
The South Side Branch will have a 
Christmas party on December gth at the 
Martinique Restaurant, 2500 West 94th 
Place, with dinner at 7:00 p. m., followed 
by a style show. $4.00 will include din- 
ner and a grab-bag gift. For reservations, 
contact LaVerne Sherman, 346 West 
107th St., Chicago 28, IN 8-9337.— 
LaVerne Ramstrom, Publicity Chairman. 


“Our horse is bound to win,” whis- 
pered one matron excitedly to her friend 
at the race track. “It says here he’s start- 
ing 20 to 1, and the race doesn’t even 
begin until one o'clock!” 


MRS. FRED SAXINE 
Manager, Chicago Office 

8th Floor, Michigan Blvd. Bidg. 
PHILIP DUNN 

District Manager and 
Technical Representative 


COMPLETE SERVICE AND 
TECHNICAL INFORMATION 


WILLIAMS. 


GOLD REFINING CO., INC. 
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on silver look for Sterling 


on teeth look for the Crescent » 3 


The word “sterling” on silver is the customer’s guarantee of true 
quality. It protects him against the substitution of something which 
may appear to be the same, yet is of inferior value. 


You are protected in the very same way when you prescribe Trubyte 
Tooth Products. Every Trubyte Tooth Product carries an identifica- 
tion which makes substitution of an inferior product an impossibility. 


The embossed Crescent Trademark which appears on the lingual 
surfaces of all anterior forms, and on the saddle or ridge lap area of 
posteriors, distinguishes Trubyte Tooth Products from all others. It: 
serves as your final check that the tooth specification has been pre- 
cisely followed—the way you want it! It prevents substitution, 
either by intention or mistake. 


To achieve the finer functional and esthetic results which are pos- _- 
sible with Trubyte Tooth Products, always be sure. Aree look i 
the Crescent Trademark. 


THE DENTISTS’ SUPPLY COMPANY OF N. Y..- York, Pennsylvania ees 
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These golds meet all your inlay needs 


DEEONE- Type “A” Casting Gold of 65 Brinell hardness. 
Soft Used where a soft inlay gold is indicated, espe- 
cially for gingival and one surface inlays. 


DEETWO.- Type “B” Inlay Gold of 100 to 105 Brinell 
Medium hardness. The right alloy for average inlays, 
bridge abutments and cast bridge work. 


DEESIX- Type “C” Inlay Gold of 128 to 189 Brinell 
Hard hardness. Heat treats readily. Excellent for 
carmichaels, 3/4 crowns, cast crowns, M.O.D. 

and cast bridges. 


You can count on the same fine working and service- 
able properties in these DEE GOLDS every time, because 
scientific control of production assures unvarying uni- 
formity. If you have not used DEE GOLDS, may we 
suggest you try them. They meet the A.D.A. specifications 

and. we’re confident you will find them very satisfactory. 


HANDY & HARMAN 
DEE PRODUCTS GENERAL OFFICES & PLANT 


1900 WEST KINZIE STREET - CHICAGO 22,1LL. 
TORONTO 28, ONTARIO, 141 JOHN ST. © LOS ANGELES 63, CALIF., 3625 MEDFORD ST. 
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